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Civil Enforcement Case Report 

Livil Enforcement Case 1 


Basic Information 

Case Number: 06-2017-3310 

Case Name: Syngenta Crop RMP CAFO 

Case Category: Administrative - Formal 

Case Status (as of 12/28/2016): Closed 

Case Lead: EPA 

Court Docket Number: — 

DOJ Docket Number: — 


Relief Sought: Penalty 

Enforcement Outcome: Final Order With Penalty 

Headquarters Division: — 

Branch: 6EN-A 

Result of Voluntary Disclosure? No 
Multi-media Case? — 

Enforcement Type: CAA 113D1 Action For Penalty 

Violations: — 


Penalties - Case Level 

Total Federal Penalty Assessed or Agreed To: $124,000 

Total State/Local Penalty Assessed: $0 

Total SEP Cost: $0 

Total Compliance Action Cost: $0 

Total Cost Recovery: $0 


Case Summary 

An on-site Partial Compliance Evaluation focusing on the CAA 112(r)(7) statute for Risk Management Plans. 


Laws and Sections 


Citations 


Law 

Sections 

Programs 

CAA 

112[R] 
[7] 

Prevention of Accidental Release/Risk 
Management Plans (RMPs) 


Title 


Part 


Section 


No data records returned 


Facilities 


FRS Number 

Facility Name 

Address 

City Name 

State 

Zip 

SIC Codes 

NAIC 

Codes 

110000597426 

SYNGENTA CROP PROTECTION LLC - ST 
GABRIEL PLANT 

3905 

HIGHWAY 75 

SAINT 

GABRIEL 

LA 

70776 

2819 

2879 

4953 

325320 

110000597426 

SYNGENTA CROP PROTECTION LLC - ST 
GABRIEL PLANT 

3905 HWY 

75 

ST. 

GABRIEL 

LA 

70776 

2819 

2879 

4953 

325320 






























Defendants 


Case Milestones 


Defendants and Settlements 

In 

In 


Complaint 

Settlement 

SYNGENTA CROP PROTECTION 

v 

v 

LLC 




Related Case Documents 



Event 

Actual Date 

Final Order Issued 

12/20/2016 

Complaint Filed/Proposed Order 

12/20/2016 

Air Resolved 

12/28/2016 

Compliance Achieved 

12/28/2016 

Enforcement Action Closed 

12/28/2016 

Enforcement Action Data Entered 

02/15/2017 

Pollutants 


Pollutant Name 

Chemical Abstract Number 

No data records returned 

Related Activities 



Description 


Actual Date 

Inspection/Evaluation 


01/08/2014 

Case File 


_ 


Final Order 1 


Final Order Type: Administrative Penalty Order With or Without Injunctive Relief 
Final Order Name: Syngenta Crop RMP CAFO 

Linked Facilities (FRS ID): 110000597426 
Final Order Lodged Date: — 

Final Order Entered Date: 12/20/2016 
Enforcement Action Closed Date: 12/28/2016 
Actual Termination Date: 12/28/2016 

Penalties/SEPs/Cost Recovery Amounts 

Federal Penalty Assessed or Agreed To: $124,000 
State/Local Penalty Assessed: — 

SEP Value: - 

Compliance Action Cost: $0 
Federal Cost Recovery Awarded: $0 


Complying Actions 


Complying Action ID 


Category 


Description 


No data records returned 


Supplemental Environmental Projects 













































SEP ID 

Category SEP Value Description 


No data records returned 


Pollutant Reductions 


Resulting From 

Pollutant Annual Amount Units Media Affected 


No data records returned 


















